From: 

Piro, Peter (DPH) 

Sent: 

Friday, May 04, 2012 10:12 AM 

To: 

Hanchett, James (DPH) 

Subject: 

RE: Ordering Drug Standards 

Hi Jim, 



That’s a complicated question. Government Scientific can get any controlled substance from Alltech, Cerriliant, Cayman 
etc and class E substances from Sigma. Sigma will not sell JR federally scheduled I or II drugs. I’m not sure about 
scheduled III or IV. If you want something from USP, you must use Lab 2006 since their still on that contract. Alltech did 
not renew themselves as a vendor on Lab 2006 but they will sell to JR. At the moment, Debie is allowing this even though 
there could be a legal question with JR reselling the drugs. I asked DEA for an official ruling over a year ago but they have 
not responded. If you have any specific question just let me know. 


From: Hanchett, James (DPH) 

Sent: Friday, May 04, 2012 9:13 AM 
To: Piro, Peter (DPH) 

Subject: Ordering Drug Standards 

Hi Peter, 

How have you been ordering your drug standards? Do you go through GovSci? 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
Cell 413-459-3023 


l 


Folk OIG PRR 105332 





